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22 December 1977 


0/0 oP 
CLG F 
MEMORANDUM FOR: Director of Data Processing Def~@M S ee 
a / +] 
FROM : = PEE 
Chief, Management Staff /L°F 0 & 
SUBJECT : Management Staff Report for Week Ending 


23 December 1977 


House Committee Staff Briefing 


(0100) ne iefed Richard 
Giza, a staff member of the House Select Committee on Intel- 
ligence, on the TADS project. Messrs. MM briefecyaTiNTL 
him on the CAMS project. 

STATINTL 


OC/ODP Planning Group Meeting 


(U) An OC/ODP Planning Group meeting was held and agreement 

was reached to write an RFP for a contract to do data communi-~ 
cations network analysis. A new Working Group will be formed 

to study an interface between the Cable Dissemination se 

ODP Computer Systems, and end users. The documentation of 

line problems at QM Building, provided by ODP BP , STATINTL 
is proving valuable to Office of Communications. Postar STATINTL 


Proposal for Measuring and Increasing User Satisfaction 


(U) A proposal for measuring and increasing user satisfaction 
was given to Chief, Management Staff. This proposal was 


rompted by a seminar given on this subject ee | L 
STATINT. 


Director of Data Processing Briefs EAG 


(U) The Director of Data Processing presented an overview of 

the plans for Office-level review for 21 activities to be 

monitored by the EAG. He also reviewed costs and computer 

usage for these activities. Mr. Dirks, DDS&T, asked for a 

more detailed briefing on system capacity, STATINTL 


STATINTL 
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